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UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-854 aT | 862-0854 


RF CURRENT METER 


DATE PC BOARD 
MFJ ENTERPRISES, INC. 
ce a alia 300 INDUSTRIAL PARK RD 
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